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21 May 1976 


ANNOUNCEMENT OF APPOINTMENTS TO KEY POSITIONS 
Effective 1 June 1976, Dr. Sayre Stevens is appointed 


Deputy Director for Intelligence 
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ueorge busn 
Director 
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